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g JUN 1978 


AEMORALDBUM FOR Thh RECORG 


SUBJECT: Project SAFE, CAMS, ANU ADSTAR 


Tue undersigned assuned the role of 


project officer 


for Preject SAFE, CAMS, AND ADSTAR on 15 May 1073, 


STATINTL 


Chief, Electrical Section 
Headquarters Enjzineering Braach, RYECD/ OI. 
vistribution: 
Orig. @ 3 = OL/RECD/HLE Of Ficial 
d= OL/RECB 
“ Lo + QL/RECU/HFH Chrono 


OL/RECD/uri/ BBB jms/7543 (1 June 78) 
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